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WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  01525 

WELL  INFOMATION 

EAST  COORDINATE:  2184853 

NORTH  COORDINATE:  180326 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5265.20 

TOP  OF  SCREEN  ELEVATION:  5251.20 

BOTTOM  OF  SCREEN  ELEVATION:  5241.20 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  01525 

BEDROCK  DEPTH:  20.00 

BEDROCK  ELEV:  5245.20 


SAMPLE  WATER  DEPTH  WATER  SAT 
DATE  QTR  ORG  FROM  GRND  (ft)  ELEVATION  THICK  REMARKS 

09/13/79  3  SC  8.89  5256.31  11.11 
12/13/79  4  SC  9.29  5255.91  10.71 
02/26/80  1  SC  9.18  5256.02  10.82 
05/19/80  2  SC  8.58  5256.62  11.42 
08/14/80  3  SC  8.98  5256.22  11.02 
10/07/80  4  SC  9.40  5255.80  10.60 
01/14/81  1  SC  9.79  5255.41  10.21 
04/23/81  2  SC  9.21  5255.99  10.79 
07/29/81  3  SC  8.95  5256.25  11.05 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  02562 
WELL  INFOMATION 


EAST  COORDINATE:  2183380 

NORTH  COORDINATE:  177864 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5254.24 

TOP  OF  SCREEN  ELEVATION:  5234.24 

BOTTOM  OF  SCREEN  ELEVATION:  5224.24 

TIME  SPAN:  Dec-79  THROUGH  Jul-81 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02562 

BEDROCK  DEPTH:  3.00 

BEDROCK  ELEV:  5251.24 


SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

0R6 

FROM  SRND  <ft) 

ELEVATION 

THICK 

REMARKS 

12/13/79 

4 

SC 

9.32 

5244.92 

0.00 

02/26/80 

1 

SC 

8.47 

5245. 77 

0.00 

05/19/80 

2 

SC 

3.63 

5250.61 

0.00 

08/14/80 

3 

SC 

9.37 

5244.87 

0.00 

10/07/80 

4 

SC 

10.28 

5243.96 

0.00 

01/14/81 

1 

SC 

9.91 

5244.33 

0.00 

04/23/81 

2 

SC 

9.  14 

5245. 10 

0.00 

07/29/81 

3 

SC 

9.05 

5245. 19 

0.00 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  19S5 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02572 

BEDROCK  DEPTH  s  1 1 . 00 
BEDROCK  ELEV:  5245.93 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  <-ft) 

WATER 

ELEVATION 

SAT 

THICK 

08/14/80 

3 

SC 

0.91 

5256. 02 

10.09 

10/07/80 

4 

SC 

1.30 

5255.63 

9.70 

01/14/81 

1 

SC 

0.79 

5256. 14 

10.21 

04/23/81 

2 

SC 

-0.50 

5257.43 

11.50 

07/29/BI 

3 

SC 

-1.44 

5258.37 

12.44 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02573 


EAST  COORDINATE:  2183172 

NORTH  COORDINATE:  178222 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5253.21 

TOP  OF  SCREEN  ELEVATION:  5235.21 

BOTTOM  OF  SCREEN  ELEVATION:  5225.21 

TIME  SPAN:  Aug -80  THROUGH  Aug -81 


QTR 

MEAN 

DEPTH  (FT) 

SAMPLE 

SIZE 

STD  DEV. 
DEPTH 

99’/.  CONFIDENCE 
INTERVAL  DEPTH 

MEAN 

ELEV. 

1 

-0.56 

1 

ERR 

ERR  - 

ERR 

5253.77 

2 

-1.50 

1 

ERR 

ERR  - 

ERR 

5254.71 

3 

1.72 

3 

4.67 

-25.05  - 

28.49 

5251.49 

4 

0.22 

1 

ERR 

ERR  - 

ERR 

5252.99 

COMB 

0.55 

6 

3.27 

-4.82  - 

5.93 

5252.66 

WATER  ELEVATION  PLOT 


7©  2  3  4  60  2  3  4  31  234822  3  4832  3  4  842  343523  4 
SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02573 

BEDROCK  DEPTH:  10.00 

BEDROCK  ELEV:  5243.21 


SAMPLE 

DATE 

QTR 

ORG 

08/14/80 

3 

SC 

10/07/80 

4 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

08/23/81 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

0.25 

0.22 

-0.56 

-1.50 

-2.04 

6.95 


WATER  SAT 

ELEVATION  THICK 

5252.96  9.75 

5252.99  9.78 

5253.77  10.56 

5254.71  11.50 

5255.25  12.04 

5246.26  3.05 


REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  02574 

WELL  INFOMATION 

EAST  COORDINATE:  2182844 

NORTH  COORDINATE!  178119 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5250.68 

TOP  OF  SCREEN  ELEVATION:  5232.68 

BOTTOM  OF  SCREEN  ELEVATION:  5222.68 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  19S5 


WELL:  02574 


BEDROCK 

DEPTH: 

14. 

00 

BEDROCK 

ELEV: 

5236. 

68 

SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

QRG 

FROM 

6RND  (ft) 

ELEVATION 

THICK 

08/14/80 

3 

SC 

-0.07 

5250. 75 

14.07 

10/07/80 

4 

SC 

-0.14 

5250.82 

14.  14 

01/14/81 

1 

SC 

-0.87 

5251.55 

14.87 

04/23/81 

2 

SC 

-1.46 

5252. 14 

15.46 

07/29/8 1 

3 

SC 

-1.99 

5252. 67 

15.99 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02575 
WELL  INFOMATION 


EAST  COORDINATE:  2182925 

NORTH  COORDINATE:  177620 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5256.79 

TOP  OF  SCREEN  ELEVATION:  5233.79 

BOTTOM  OF  SCREEN  ELEVATION:  5223.79 

TIME  SPAN:  Aug-80  THROUGH  Jul-Bl 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1  17.95  1 

2  17.70  1 

3  17.78  2 

4  18.66  1 

COMB  17.97  5 


ERR 

ERR  - 

ERR 

5238.84 

ERR 

ERR  - 

ERR 

5239.09 

0.  30 

4.08  - 

31.47 

5239.02 

ERR 

ERR  - 

ERR 

5238. 13 

0.42 

17. 10  - 

18.84 

5238.82 

WATER  ELEVATION  PLOT 


WELL  02S7S 


SAMPLE  DATE  O'EAR  AND  QUARTER) 


TOG 


TOS 

BOS 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02575 

BEDROCK  DEPTH:  17.00 

BEDROCK  ELEV:  5239.79 


SAMPLE 

DATE 

QTR 

□RG 

WATER  DEPTH 
FROM  6RND  (-ft) 

WATER 

ELEVATION 

SAT 

THICK 

08/14/80 

3 

SC 

17.56 

5239.23 

0.00 

10/07/80 

4 

SC 

18.66 

5238. 13 

0.00 

01/14/81 

1 

SC 

17.95 

5238.84 

0.00 

04/23/81 

2 

SC 

17.70 

5239.09 

0.00 

07/29/81 

3 

SC 

17.99 

5238.80 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02576 

WELL  INFOMATION 

EAST  COORDINATE:  21S2886 
NORTH  COORDINATE:  177098 
AQUIFER  TYPE:  DEN 
SURFACE  (MSL)  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5248.00 

5224.00 


BOTTOM  OF  SCREEN  ELEVATION:  5214.00 


TIME  SPAN:  Aug-BO  THROUGH  Jul-81 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATES  AUGUST  1985 


WELL:  02576 

BEDROCK  DEPTH:  8.00 


BEDROCK 

ELEV: 

5240. 

00 

SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  (ft) 

ELEVATION 

THICK 

08/14/80 

3 

SC 

17.97 

5230.03 

0.00 

10/07/80 

4 

SC 

18.40 

5229. 60 

0.00 

01/14/81 

1 

sc 

18.22 

5229. 78 

0.00 

04/23/81 

2 

sc 

18.40 

5229. 60 

0.00 

07/29/81 

3 

sc 

19.20 

5228.80 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02577 


WELL  INFOMATION 


EAST  COORDINATE:  2182421 

NORTH  COORDINATE:  177079 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5246.67 

TOP  OF  SCREEN  ELEVATION:  5217.67 

BOTTOM  OF  SCREEN  ELEVATION:  5207.67 

TIME  SPAN:  Aug-80  THROUGH  Sep-85 

MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  <FT)  SIZE  DEPTH 


997.  CONFIDENCE  MEAN 
INTERVAL  DEPTH  ELEV. 


19.42 

5 

1.49 

16.35  - 

22.50 

5227.25 

18.91 

3 

1.05 

12.90  - 

24.92 

5227.76 

19.  10 

6 

0.98 

17.48  - 

20.72 

5227.57 

18.60 

3 

0.81 

13.95  - 

23.25 

5228.07 

19.07 

17 

1.08 

18.31  - 

19.84 

5227.60 

WATER 

ELEVATION  PLOT 

WELL  02577 

7©  2  3  4  80  2  3  4  81  2  3  4  82  2  3  4  S3  2  3  4842  34^2  3  4 
SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02577 

BEDROCK  DEPTH:  11.00 

BEDROCK  ELEV:  5235.67 


SAMPLE 

DATE 

QTR 

ORG 

08/14/80 

3 

SC 

10/07/80 

4 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

01/25/82 

1 

RM 

09/01/82 

3 

RM 

03/08/83 

1 

RM 

05/10/83 

2 

RM 

08/15/83 

3 

RM 

11/07/83 

4 

RM 

02/08/84 

1 

RM 

08/21/84 

3 

RM 

11/14/84 

4 

RM 

03/26/85 

1 

RM 

06/27/85 

2 

RM 

WATER  DEPTH 
FROM  GRND  (-ft) 

18.30 
18.76 
1B.4B 
18.40 
19.07 
20.84 
21.03 
20.97 
20.12 
18.57 
19.32 

19.30 
18.92 
17.72 
17.52 
18.22 


WATER 

ELEVATION 

SAT 

THICK 

5228. 37 

0.00 

5227.91 

0.00 

5228. 19 

0.00 

5228. 27 

0.00 

5227.60 

0.00 

5225.83 

0.00 

5225. 64 

0.00 

5225. 70 

0.00 

5226.55 

0.00 

5228. 10 

0.00 

5227.35 

0.00 

5227.37 

0.00 

5227. 75 

0.00 

5228.95 

0.00 

5229. 15 

0.00 

5228.45 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02578 


WELL  INFOMATION 


EAST  COORDINATE:  2182431 

NORTH  COORDINATE!  177350 

AQUIFER  TYPE!  DEN 

SURFACE  (MSL)  ELEVATION:  5246.33 

TOP  OF  SCREEN  ELEVATION!  5220.33 

BOTTOM  OF  SCREEN  ELEVATION:  5210.33 

TIME  SPAN:  Aug-80  THROUGH  Jul-81 


QTR 

MEAN 

DEPTH  (FT) 

SAMPLE 

SIZE 

STD  DEV. 
DEPTH 

997.  CONFIDENCE 
INTERVAL  DEPTH 

MEAN 

ELEV. 

1 

18.38 

1 

ERR 

ERR  - 

ERR 

5227.95 

2 

18.35 

1 

ERR 

ERR  - 

ERR 

5227.98 

3 

18.68 

2 

0.50 

-3.91  - 

41.28 

5227.65 

4 

19.47 

1 

ERR 

ERR  - 

ERR 

5226.86 

COMB 

18.71 

5 

0.52 

17.65  - 

19.78 

5227.62 

8 

3 

2 

•b 


WATER  ELEVATION  PLOT 


WELL  02578 


TOC 


to: 


bo: 


76  2  3  4  80  2  2  4  81  2  3  4  82  2  3  4  83  2  3  4  84  2  3  4  3S  2  0  4 
SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02578 


BEDROCK 

DEPTH: 

11. 

00 

BEDROCK 

ELEV: 

5235. 

33 

SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  (-ft) 

ELEVATION 

THICK 

08/14/80 

3 

SC 

18.33 

5228. 00 

0.00 

10/07/80 

4 

SC 

19.47 

5226.86 

0.00 

01/14/81 

1 

SC 

18.38 

5227.95 

0.00 

04/23/81 

2 

SC 

18.35 

5227.98 

0.00 

07/29/81 

3 

sc 

19.04 

5227.29 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02579 

WELL  INFOMATION 

EAST  COORDINATE:  2182447 
NORTH  COORDINATE:  177823 
AQUIFER  TYPE:  DEN 
SURFACE  (MSL)  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5252.64 

5225.64 


BOTTOM  OF  SCREEN  ELEVATION:  5215.64 
TIME  SPAN:  Aug-80  THROUGH  Aug-81 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02579 


BEDROCK 

DEPTH: 

22. 

00 

BEDROCK 

ELEV: 

5230. 

64 

SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM 

GRND  (ft) 

ELEVATION 

THICK 

08/14/80 

3 

SC 

15.34 

5237 . 30 

6. 66 

10/07/80 

4 

SC 

16.  14 

5236.50 

5.86 

01/14/81 

1 

SC 

15.58 

5237.06 

6.42 

04/23/81 

2 

SC 

15.  18 

5237.46 

6.82 

07/29/81 

3 

SC 

15.43 

5237.21 

6.57 

08/23/81 

3 

RM 

14.62 

5238.02 

7.38 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02580 

WELL  INFOMATION 

EAST  COORDINATE:  2182461 

NORTH  COORDINATE:  178232 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5251.18 

TOP  OF  SCREEN  ELEVATION:  5233. 18 

BOTTOM  OF  SCREEN  ELEVATION:  5223.18 

TIME  SPAN:  Aug-80  THROUGH  Jul-81 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  19B5 


WELL:  02580 

BEDROCK  DEPTH:  15.00 

BEDROCK  ELEV:  5236.18 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

08/14/80 

3 

SC 

1.70 

5249. 48 

13.30 

10/07/80 

4 

SC 

1.62 

5249.56 

13.38 

01/14/81 

1 

SC 

1.16 

5250. 02 

13.84 

04/23/81 

2 

SC 

0.49 

5250.69 

14.51 

07/29/81 

3 

SC 

0.31 

5250.87 

14.69 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WATER  LEVEL  DATA 
REPORT  DATE:  AUBUST  1985 


WELL:  02581 

BEDROCK  DEPTH:  9.00 

BEDROCK  ELEV:  5248.34 


SAMPLE 

DATE 

QTR 

ORG 

08/14/80 

3 

SC 

10/07/80 

4 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

WATER  DEPTH 
FROM  GRND  (ft) 


0.77 
0.40 
O.  35 
-1.03 
-2.00 


WATER  SAT 
ELEVATION  THICK 

5256.57  8.23 
5256.94  8.60 
5256.99  8.65 
5258.37  10.03 
5259.34  11.00 


REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02582 

WELL  INFOMATION 

EAST  COORDINATES  2183370 

NORTH  COORDINATE:  178138 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5254.39 

TOP  OF  SCREEN  ELEVATION:  5236.39 

BOTTOM  OF  SCREEN  ELEVATION:  5226.39 

TIME  SPAN:  Aug-80  THROUGH  Aug-81 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1  0.02  1 

2  -1.02  1 

3  2.07  3 

4  0.65  1 

COMB  0.97  6 


ERR 

ERR  - 

ERR 

5254.37 

ERR 

ERR  - 

ERR 

5255.41 

4.74 

-25.09  - 

29.22 

5252.32 

ERR 

ERR  - 

ERR 

5253.74 

3.27 

-4.41  - 

6.36 

5253.42 

WATER  ELEVATION  PLOT 


5.27 


5.26 


5.24 


5.23 


5.22 


5.21 


TOG 

TOS 

BOS 


7$  2  2  4  SO  2  3  4  am  4  82  2  3  4  S!  2  3  4  84  2  3  4  8S  2  3  4 


WELL  02SS2 


— 

_ _ 1 _  _ 1 _ 

\  '  . . . 

Vn 

! 

i 

! 

— 

- ! - 1 - 1 - ! - ! - ! - 1 - 1 - ! - 1 - ! - 1 - 1 - T - 1 - 1 - 1 - 1 - 1 - 1 - ! - 1 - 1 - 1 - 1 - ! - 

SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02582 


BEDROCK 

DEPTH: 

5.00 

BEDROCK 

ELEV: 

5249.39 

SAMPLE 

DATE 

QTR 

0R6 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

08/14/80 

3 

SC 

0.  17 

5254.22 

4.  83 

10/07/80 

4 

SC 

0.65 

5253.74 

4.35 

01/14/81 

1 

SC 

0.02 

5254.37 

4.98 

04/23/81 

2 

SC 

“1.02 

5255.41 

6.02 

07/29/81 

3 

SC 

-1.43 

5255.82 

6.  43 

08/23/81 

3 

RM 

7.46 

5246.93 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02583 
WELL  INFOMATION 


EAST  COORDINATE:  2183183 

NORTH  COORDINATE:  177860 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5250.42 

TOP  OF  SCREEN  ELEVATION:  5232.42 

BOTTOM  OF  SCREEN  ELEVATION:  5222.42 

TIME  SPAN:  Aug-80  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  (FT)  SIZE  DEPTH 


997.  CONFIDENCE  MEAN 

INTERVAL  DEPTH  ELEV. 


1  7.36 

2  4.90 

3  6.52 

4  6.84 

COMB  6.44 


5 

4 

5 
o 

17 


1.84 
2.37 
2.11 
2.  19 
2.  12 


3.58  - 

11.14 

5243. 06 

-2.01  - 

11.81 

5245.52 

2.  19  - 

10.86 

5243.90 

-5.69  - 

19.37 

5243.58 

4.94  - 

7.94 

5243.98 

Hi 


B 


WATER  ELEVATION  PLOT 


5.26 


WELL  02583 


5.25 


TOG 


5.24 


TOS 


BOS 


i 


5.21 


- - , - ; - j - t - 1 - T - T - ! - T - T - ! - ! - T - 1 - T - ! - ? - ! - ? - T" 

7&  2  3  4  80  2  3  4  31  2  3  4322  3  4332  3  434 


1 - 1 - ! - ! - 1 

4  as  2  3  4 


SAMPLE  DATE  O'EAR  and  quarter) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02583 

BEDROCK  DEPTH:  5. 00 

BEDROCK  ELEV:  5245.42 


SAMPLE 

DATE 

QTR 

□RG 

08/14/80 

3 

SC 

10/07/80 

4 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

01/25/82 

1 

RM 

03/08/83 

1 

RM 

05/10/83 

2 

RM 

08/15/83 

3 

RM 

11/07/83 

4 

RM 

02/08/84 

1 

RM 

05/09/84 

2 

RM 

08/21/84 

3 

RM 

11/14/84 

4 

RM 

03/26/85 

1 

RM 

06/27/85 

2 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

7.90 

8.83 
8.  19 
7.51 
7.57 

8.84 

8.79 
3.00 
6. 14 
7.20 
6.38 

2.80 
3.00 
4.50 
4.60 
6.30 


WATER 

ELEVATION 

SAT 

THICK 

5242.52 

0.00 

5241.59 

0.00 

5242.23 

0.00 

5242.91 

0.00 

5242. 85 

0.00 

5241.58 

0.00 

5241.63 

0.00 

5247.42 

2.00 

5244.28 

0.00 

5243.22 

0.00 

5244.04 

0.00 

5247.62 

2.20 

5247.42 

2.00 

5245.92 

0.50 

5245.82 

0.40 

5244. 12 

0.00 

REMARKS 


euev 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  02584 

WELL  INFOMATION 

EAST  COORDINATE:  2183186 

NORTH  COORDINATE:  177360 

AQUIFER  TYPE:  DEN 

SURFACE  (MSL)  ELEVATION:  5265.50 

TOP  OF  SCREEN  ELEVATION:  5236.50 

BOTTOM  OF  SCREEN  ELEVATION:  5226.50 


TIME  SPAN:  Aug-80  THROUGH  Aug-81 


QTR 

MEAN 

DEPTH  (FT) 

SAMPLE 

SIZE 

STD  DEV. 
DEPTH 

997.  CONFIDENCE 
INTERVAL  DEPTH 

MEAN 

ELEV. 

1 

26.34 

1 

ERR 

ERR  - 

ERR 

5239. 16 

26.  43 

1 

ERR 

ERR  - 

ERR 

5239.07 

29.53 

3 

6.45 

-7.42  - 

66.  47 

5235.97 

4 

26.  15 

1 

ERR 

ERR  - 

ERR 

5239.35 

COMB 

27.  92 

6 

4.  44 

20.60  - 

35.23 

5237.58 

i 


SAMPLE  DATE  O'EAR  AMD  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02584 


BEDROCK 

DEPTH: 

19.00 

BEDROCK 

ELEV: 

5246.50 

SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG  FROM 

GRND  (ft) 

ELEVATION 

THICK 

OB/ 14/80 

3 

SC 

25.07 

5240.43 

0.00 

10/07/80 

4 

SC 

26. 15 

5239.35 

0.00 

01/14/81 

1 

SC 

26.34 

5239. 16 

0.00 

04/23/81 

2 

SC 

26.43 

5239.07 

0.00 

07/29/81 

3 

SC 

26.59 

5238.91 

0.00 

08/26/81 

3 

RM 

36.92 

5228.58 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  198 


WELL  02585 

WELL  INFOMATION 

EAST  COORDINATE:  2183409 
NORTH  COORDINATE:  177110 
AQUIFER  TYPE:  DEN 
SURFACE  (liSL)  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5260.38 

5229.38 


BOTTOM  OF  SCREEN  ELEVATION:  5219.38 


TIME  SPAN:  Aug-80  THROUGH  Jul-81 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  19S5 


WELL:  02585 

BEDROCK  DEPTH:  14.00 

BEDROCK  ELEV:  5246.38 


SAMPLE 

DATE 

QTR 

ORB 

WATER  DEPTH 
FROM  6RND  (-ft) 

WATER 

ELEVATION 

SAT 

THICK 

08/14/80 

3 

SC 

20.34 

5240.04 

0.00 

10/07/80 

4 

SC 

21.26 

5239. 12 

0.00 

01/14/81 

1 

SC 

22.79 

5237.59 

0.00 

04/23/81 

2 

SC 

23.56 

5236. 82 

0.00 

07/29/81 

t 

3 

SC 

24.09 

5236.29 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  02594 
WELL  INFOMATION 


EAST  COORDINATE:  2182634 

NORTH  COORDINATE:  180059 

AQUIFER  TYPE:  DEN 

SURFACE  <MSL>  ELEVATION:  5274.05 

TOP  OF  SCREEN  ELEVATION:  5247.05 

BOTTOM  OF  SCREEN  ELEVATION:  5237.05 


TIME  SPAN:  Aug-80  THROUGH  Jul-81 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1 

19.22 

1 

ERR 

ERR  - 

ERR 

5254.83 

2 

19.92 

1 

ERR 

ERR  - 

ERR 

5254. 13 

3 

17.47 

2 

2.  10 

-77.06  - 

111.99 

5256.59 

4 

16.74 

1 

ERR 

ERR  - 

ERR 

5257.31 

COMB 

18.  16 

5 

1.70 

14.65  - 

21.67 

5255.89 

tr 


WATER  ELEVATION  PLOT 


5.29 

S.2S 

5.27 

5.28 

S.2S 

5.24 

5.23 

5.22 

79  2  3  4  SO  2  3  4  81  23  4822  3  4832  3  4S42  34SS23  4 


WELL  02594 


TOG 


TOS 

BOS 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  02594 

BEDROCK  DEPTH:  1 1 . 00 

BEDROCK  ELEV:  5263.05 


SAMPLE  WATER  DEPTH 

DATE  QTR  ORG  FROM  GRND  (-ft) 


WATER  SAT 

ELEVATION  THICK  REMARKS 


08/14/80  3 
10/07/80  4 
01/14/81  1 
04/23/81  2 
07/29/81  3 


SC 

15.98 

sc 

16.74 

sc 

19.22 

sc 

19.92 

sc 

18.95 

5258.07  0.00 
5257.31  0.00 
5254.83  0.00 
5254.13  0.00 
5255.10  0.00 


WATER  LEVEL  STATISTICS 
REPORT  DATES  AUGUST  1985 


WELL  03516 


WELL  INFOMATIQN 


EAST  COORDINATE:  2173532 

NORTH  COORDINATE:  180486 

AQUIFER  TYPE:  ALL 

SURFACE  <MSL>  ELEVATION:  5184.90 

TOP  OF  SCREEN  ELEVATION:  5131.90 

BOTTOM  OF  SCREEN  ELEVATION:  5121.90 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

59.02 

3 

0.  36 

56.95  - 

61.08 

5125.88 

2 

60.04 

5 

1.65 

56.64  - 

63.44 

5124.86 

3 

59.60 

2 

0.28 

46.86  - 

72.34 

5125.30 

4 

59.39 

2 

0.33 

44.74  - 

74.04 

5125.51 

COMB 

59.60 

12 

1.11 

58.61  - 

60.60 

5125.30 

WATER  ELEVATION  PLOT 


WELL  03516 


TOG 


TOS 

BOS 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  03516 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

01/14/81 

1 

SC 

08/24/81 

3 

RM 

06/03/82 

2 

RM 

11/02/83 

4 

RM 

02/06/84 

1 

RM 

04/03/84 

2 

RM 

06/26/84 

2 

RM 

10/10/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

06/26/85 

2 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

59.36 
59.40 
59.76 
59.62 
59.05 
58.74 
62.92 
59.  16 
58.64 
59.30 
59.50 


WATER 

ELEVATION 

SAT 

THICK 

5125.54 

0.00 

5125.50 

0.00 

5125. 14 

0.00 

5125.28 

0.00 

5125.85 

0.00 

5126. 16 

0.00 

5121.98 

0.00 

5125.74 

0.00 

5126.26 

0.00 

5125.60 

0.00 

5125.40 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  03517 


WELL  INFOMATION 


EAST  COORDINATE:  2173833 

NORTH  COORDINATE:  180489 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5179.10 

TOP  OF  SCREEN  ELEVATION:  5131.10 

BOTTOM  OF  SCREEN  ELEVATION:  5121. 


10 


TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  <FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  03517 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  (ft) 

ELEVATION 

THICK 

01/14/81 

1 

SC 

53.40 

5125.70 

0.00 

08/24/81 

3 

RM 

53.42 

5125.68 

0.00 

06/03/82 

2 

RM 

53.76 

5125.34 

0.00 

11/02/83 

4 

RM 

54.06 

5125.04 

0.00 

02/06/84 

1 

RM 

53.07 

5126.03 

0.00 

04/03/84 

2 

RM 

53.26 

5125.84 

0.00 

06/26/84 

2 

RM 

53.02 

5126.08 

0.00 

10/10/84 

4 

RM 

53. 12 

5125.98 

0.00 

01/07/85 

1 

RM 

52.71 

5126.39 

0.00 

04/02/85 

2 

RM 

53.36 

5125.74 

0.00 

06/26/85 

2 

RM 

53.36 

5125.74 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  19S5 

WELL  03518 
WELL  INFOMATION 


EAST  COORDINATE:  2174132 

NORTH  COORDINATE:  180480 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5171.60 

TOP  OF  SCREEN  ELEVATION:  5129.60 

BOTTOM  OF  SCREEN  ELEVATION:  5119.60 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  19B5 


WELL:  03518 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  <ft) 

ELEVATION 

THICK 

01/14/81 

1 

SC 

45.56 

5126.04 

0.00 

08/24/81 

3 

RM 

45.56 

5126.04 

0.00 

06/03/82 

2 

RM 

45.93 

5125.67 

0.00 

11/02/83 

4 

RM 

46.06 

5125.54 

0.00 

02/06/84 

1 

RM 

45.24 

5126.36 

0.00 

04/03/84 

2 

RM 

47.66 

5123.94 

0.00 

06/26/84 

2 

RM 

47.50 

5124. 10 

0.00 

10/10/84 

4 

RM 

45.30 

5126.30 

0.00 

01/07/85 

1 

RM 

44.87 

5126.73 

0.00 

04/02/85 

2 

RM 

45.47 

5126. 13 

0.  00 

06/26/85 

2 

RM 

45.67 

5125.93 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  03519 
WELL  INFOMATION 


EAST  COORDINATES  2174825 

NORTH  COORDINATE:  180476 

AQUIFER  TYPE:  ALL 

SURFACE  (liSL)  ELEVATION:  5182.90 

TOP  OF  SCREEN  ELEVATION:  5156.90 

BOTTOM  OF  SCREEN  ELEVATION:  5146.90 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 


water  level  data 

REPORT  DATES  AUGUST  1985 


WELL:  03519 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

01/14/81 

08/24/81 

06/03/82 

11/02/83 

02/06/84 

04/03/84 

06/26/84 

10/10/84 

01/07/85 

04/02/85 

06/26/85 


QTR 

1 

3 
2 

4 
1 
2 
2 
4 
1 
2 


WATER  DEPTH 

WATER 

SAT 

ORG 

FROM  GRND  (ft) 

ELEVATION 

THICK 

REMARKS 

SC 

56.66 

5126.24 

0.00 

DRY 

RM 

56.64 

5126.26 

0.00 

DRY 

RM 

57.03 

5125.87 

0.00 

DRY 

RM 

57.44 

5125.46 

0.00 

DRY 

RM 

56.34 

5126.56 

0.00 

DRY 

RM 

56.59 

5126.31 

0.00 

DRY 

RM 

56.89 

5126.01 

0.00 

DRY 

RM 

56.39 

5126.51 

0.00 

DRY 

RM 

55.99 

5126.91 

0.00 

DRY 

RM 

56.78 

5126. 12 

0.00 

DRY 

RM 

56.68 

5126.22 

0.00 

DRY 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  03521 

WELL  INFOMATION 

EAST  COORDINATES  2177320 

NORTH  COORDINATE:  178589 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5191.40 

TOP  OF  SCREEN  ELEVATION:  5179.40 

BOTTOM  OF  SCREEN  ELEVATION:  5169.40 

TIME  SPAN:  Jan-81  THROUGH  Feb-84 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  03521 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (-ft) 

WATER 

ELEVATION 

SAT 

THICK 

01/14/81 

1 

SC 

18.92 

5172.48 

0.00 

08/24/81 

3 

RM 

19.20 

5172.20 

0.00 

06/03/82 

2 

RM 

.  19.73 

5171.67 

0.00 

02/06/84 

1 

RM 

18.  14 

5173.26 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  03522 

WELL  INFOMATION 

EAST  COORDINATE:  2173858 
NORTH  COORDINATE:  178044 
AQUIFER  TYPE:  ALL 
SURFACE  (MSL)  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5200.90 

5137.90 


BOTTOM  OF  SCREEN  ELEVATION:  5127.90 


TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  03522 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE  WATER  DEPTH  WATER  SAT 

DATE  QTR  ORG  FROM  GRND  <ft)  ELEVATION  THICK 


01/14/81  1 
08/17/81  3 
08/24/81  3 
06/03/82  2 
02/06/84  1 
04/03/84  2 
06/26/84  2 
10/10/84  4 
01/07/85  1 
04/02/85  2 
06/26/85  2 


SC 

68.58 

RM 

68.53 

RM 

68.42 

RM 

68.90 

RM 

68.04 

RM 

67.93 

RM 

67.69 

RM 

67.97 

RM 

67.58 

RM 

68.24 

RM 

68.  14 

5132.32 

0.00 

5132.37 

0.00 

5132.48 

0.00 

5132.00 

0.00 

5132.86 

0.00 

5132.97 

0.00 

5133.21 

0.00 

5132.93 

0.00 

5133.32 

0.00 

5132.66 

0.00 

5132.76 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  03523 

WELL  INFOMATION 

EAST  COORDINATES  2173723 

NORTH  COORDINATES  176785 

AQUIFER  TYPES  ALL 

SURFACE  <MSL>  ELEVATIONS  5204.20 

TOP  OF  SCREEN  ELEVATIONS  5141.20 

BOTTOM  OF  SCREEN  ELEVATIONS  5131.20 

TIME  SPANS  Jan-Bl  THROUGH  Sep-85 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  <FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1  62.73  3  0.60  59.27  -  66.20  5141.47 

2  62.91  5  0.53  61.83  -  64.00  5141.29 

3  63.12  3  0.19  62.04  -  64.21  5141.08 

4  62.49  2  0.00  62.49  -  62.49  5141.71 

COMB  62.86  13  0.45  62.47  -  63.24  5141.34 


WATER  ELEVATION  PLOT 

WELL  03523 

5.22 
5.21 
S.2 
S.1© 

?  5.1  S 

7 

jl 

2 

5.1 6 
5.1  S 
5.1 4 

5.13 


\  i  j  i  i  »  i  i  *  ■  •  •  '  1  «  *  *  »  . 

7©  2  2  4  80  2  3  4  SI  2  3  4822  3  4S3  2  3  4  64  2  3  4  85  2  3  4 
SAMPLE  DATE  (YEAR  AND  QUARTER) 


5.12 


WATER  LEVEL  DATA 
REPORT  DATE:  AUSUST  1985 


WELL:  03523 
BEDROCK  DEPTH: 
BEDROCK  ELEVs 


SAMPLE  WATER  DEPTH 

DATE  QTR  ORG  FROM  GRND  (ft) 


01/14/81  1 
08/17/81  3 
08/24/81  3 
06/03/82  2 
02/06/84  1 
04/03/84  2 
06/26/84  2 
10/01/84  4 
10/10/84  4 
01/07/85  1 
04/02/85  2 
06/26/85  2 


SC 

63.33 

RM 

63.  30 

RM 

63.  15 

RM 

63.78 

RM 

62.75 

RM 

62.67 

RM 

62.38 

RM 

62.49 

RM 

62.50 

RM 

62.  12 

RM 

62.92 

RM 

62.82 

WATER  SAT 
ELEVATION  THICK 

5140.87  0.00 
5140.90  0.00 
5141.05  0.00 
5140.42  0.00 
5141.45  0.00 
5141.53  0.00 
5141.82  0.00 
5141.71  0.00 
5141.70  0.00 
5142.08  0.00 
5141.28  0.00 
5141.38  0.00 


REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  03526 


WELL  INFOMATION 


EAST  COORDINATE:  2173126 

NORTH  COORDINATE:  180481 

AQUIFER  TYPE:  ALL 

SURFACE  <MSL)  ELEVATION:  5185.40 

TOP  OF  SCREEN  ELEVATION:  5131.10 

BOTTOM  OF  SCREEN  ELEVATION:  5121.10 


TIME  SPAN:  Jan-81  THROUGH  Sep-85 


QTR 

MEAN 

DEPTH  (FT) 

SAMPLE 

SIZE 

STD  DEV. 
DEPTH 

997.  CONFIDENCE 
INTERVAL  DEPTH 

1 

60. 10 

3 

0.47 

57.41  - 

62.79 

2 

61.50 

4 

1.87 

56.05  - 

66.96 

3 

60.75 

2 

0.38 

43.55  - 

77.95 

4 

60.56 

2 

0.57 

34.78  - 

86.35 

COMB 

60.81 

11 

1.22 

59.64  - 

61.98 

MEAN 

ELEV. 


5125.30 

5123.90 

5124.65 

5124.84 

5124.59 


WATER  ELEVATION  PLOT 

WELL  02526 
S.2 

5.1  S 

5.13 

5.17 

5.16 

5.15 

5.14 

5.13 

5.12 

5.11 

7B2  34802  3  4  31  2  3  4822  3  4332  3  4642  3  4352  3  4 
SAMPLE  DATE  (YEAR  AND  QUARTER) 


TOG 


TOS 

BOS 


□  o  □ 


0-a.s  a-'-s-e-'Q 

— —  "te  ■  —  ■-  "  - - 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  03526 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

01/10/81 

1 

SC 

08/24/81 

3 

RM 

06/03/82 

2 

RM 

11/02/83 

4 

RM 

02/06/84 

1 

RM 

04/03/84 

2 

RM 

06/26/84 

2 

RM 

10/10/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

06/26/85 

2 

RM 

WATER  DEPTH 
FROM  6RND  (ft) 


60.60 
60.48 
60.78 
60.97 
60.03 
64.37 
64.29 
60. 16 
59.67 
60.32 
60.62 


WATER 

ELEVATION 

SAT 

THICK 

5124.80 

0.00 

5124.92 

0.00 

5124.62 

0.00 

5124.43 

0.00 

5125.37 

0.00 

5121.03 

0.00 

5121. 11 

0.00 

5125.24 

0.00 

5125.73 

0.00 

5125.08 

0.00 

5124.78 

0.00 

I- 


REMARKS 


DRY 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  04524 
WELL  INFOMATION 


EAST  COORDINATE:  2171529 

NORTH  COORDINATE:  176157 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5197.00 

TOP  OF  SCREEN  ELEVATION:  5140.00 

BOTTOM  OF  SCREEN  ELEVATION:  5130.00 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  <FT)  SIZE  DEPTH 


997.  CONFIDENCE  MEAN 
INTERVAL  DEPTH  ELEV. 


1  57.95  5 

2  57.78  4 

3  58.01  5 

4  57.61  2 

COMB  57.88  16 


0.40 
0.30 
0.  IB 
0.11 
0.30 


57.12  - 

58.78 

5139.05 

56.91  - 

58.64 

5139.23 

57.63  - 

58.38 

5138.99 

52.84  - 

62.39 

5139.39 

57.66  - 

58.  10 

5139. 12 

WATER  ELEVATION  PLOT 


WELL  C4S24 


TOG 


TOS 

BOS 


SAMPLE  DATE  (TEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  04524 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

01/14/81 

1 

SC 

08/17/81 

3 

RM 

08/24/81 

3 

RM 

01/26/82 

1 

RM 

02/06/84 

1 

RM 

04/03/84 

2 

RM 

05/08/84 

2 

RM 

06/26/84 

2 

RM 

08/21/84 

3 

RM 

10/10/84 

4 

RM 

11/14/84 

4 

RM 

01/07/85 

1 

RM 

03/26/85 

1 

RM 

04/02/85 

2 

RM 

07/01/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

58.01 
58.  14 
57.92 
58.41 
57.77 

57.68 
57.74 
57.49 
57.74 

57.69 
57.54 
57.36 
58.  19 
58.  19 
58.04 


WATER  SAT 
ELEVATION  THICK 

5138.99  0.00 
5138.86  0.00 
5139.08  0.00 
5138.59  0.00 
5139.23  0.00 
5139.32  0.00 
5139.26  0.00 
5139.51  0.00 
5139.26  0.00 
5139.31  0.00 
5139.46  0.00 
5139.64  0.00 
5138.81  0.00 
5138.81  0.00 
5138.96  0.00 


REMARKS 


< 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  19S5 


WELL  04525 

WELL  INFOMATION 

EAST  COORDINATE:  2171846 

NORTH  COORDINATE:  176236 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5198.80 

TOP  OF  SCREEN  ELEVATION:  5141.80 

BOTTOM  OF  SCREEN  ELEVATION:  5131.80 


TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  <FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

59.79 

3 

0.34 

57.86  - 

61.72 

5139.01 

2 

59.74 

3 

0.30 

58.01  - 

61.47 

5139.06 

3 

59.33 

2 

0.  14 

52.96  - 

65.70 

5139.47 

4 

60.05 

1 

ERR 

ERR  - 

ERR 

5138.75 

COMB 

59.70 

9 

0. 33 

59.34  - 

60.07 

5139. 10 

WATER  ELEVATION  PLOT 


WELL  04525 


SAMPLE  DATE  (TEAR  AND  QUARTER) 


TOG 


TOS 

BOS 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  04525 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 


01/14/81 

08/24/81 

02/06/84 

04/03/84 

06/26/84 

10/10/84 

01/07/85 

04/02/85 

07/01/85 


QTR 

ORG 

WATER  DEPTH 
FROM  GRND  <ft> 

WATER 

ELEVATION 

1 

SC 

59.52 

5139.28 

3 

RM 

0.00 

0.00 

1 

RM 

60.  17 

5138.63 

2 

RM 

60.03 

5138.77 

2 

RM 

59.77 

5139.03 

4 

RM 

60.05 

5138.75 

1 

RM 

59.69 

5139.11 

2 

RM 

59.43 

5139.37 

3 

RM 

59.23 

5139.57 

SAT 

THICK 

REMARKS 

0.00 

0.00 

DRY 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

~ 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  04527 

WELL  INFOMATION 

EAST  COORDINATES  2172579 
NORTH  COORDINATES  180479 
AQUIFER  TYPES  ALL 
SURFACE  <MSL>  ELEVATIONS 
TOP  OF  SCREEN  ELEVATION: 


5185.50 

5121.00 


BOTTOM  OF  SCREEN  ELEVATION:  5111.00 


TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  <FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  04527 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

GTR 

ORG 

01/10/81 

1 

SC 

08/24/81 

3 

RM 

06/03/82 

2 

RM 

11/02/83 

4 

RM 

02/06/84 

1 

RM 

04/03/84 

2 

RM 

06/26/84 

2 

RM 

10/10/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

07/01/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 


60.70 

61.23 

61.53 

61.50 

60.77 

63.84 

63.90 

60.96 

60.30 

60.79 

60.99 


WATER  SAT 
ELEVATION  THICK 

5124.80  0.00 
5124.27  0.00 
5123.97  0.00 
5124.00  0.00 
5124.73  0.00 
5121.66  0.00 
5121.60  0.00 
5124.54  0.00 
5125.20  0.00 
5124.71  0.00 
5124.51  0.00 


REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  04523 

WELL  INFOMATION 

EAST  COORDINATE:  2171977 

NORTH  COORDINATE:  180475 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5190.10 

TOP  OF  SCREEN  ELEVATION:  5123.80 

BOTTOM  OF  SCREEN  ELEVATION:  5113.80 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 

MEAN  SAMPLE  STD  DEV.  99 V.  CONFIDENCE  MEAN 

QTR  DEPTH  <FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


2.17  55.00-  79.82  5122.69 
0.81  65.10-  69.85  5122.63 
0.26  65.60  -  68.54  5123.03 
0.35  51.03  -  82.85  5123.16 
1.05  66.32  -  68.21  5122.83 


WATER  ELEVATION  PLOT 


WELL  04523 


7B  2  3  4  30  2  3  4  31  2  3  4322  3483234B42348S234 


1  67.41  3 

2  67.47  4 

3  67.07  3 

4  66.94  2 

COMB  67.27  12 


SAMPLE  DATE  (TEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATES  AUGUST  1985 


WELL:  04528 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

WATER  DEPTH 
ORG  FROM  GRND  (-ft) 

WATER 

ELEVATION 

SAT 

THICK 

01/10/81 

1 

SC 

69.90 

5120.20 

0.00 

08/24/81 

3 

RM 

67.01 

5123.09 

0.00 

06/03/82 

2 

RM 

67.19 

5122.91 

0.00 

11/02/83 

4 

RM 

67.  19 

5122.91 

0.00 

02/06/84 

1 

RM 

66.40 

5123.70 

0.00 

04/03/84 

2 

RM 

68.06 

5122.04 

0.00 

06/26/84 

2 

RM 

68.  19 

5121.91 

0.00 

10/10/84 

4 

RM 

66.69 

5123.41 

0.00 

01/07/85 

1 

RM 

65.94 

5124. 16 

0.00 

04/02/85 

2 

RM 

66.45 

5123.65 

0.00 

07/01/85 

3 

RM 

66.85 

5123.25 

0.00 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  04529 

WELL  INFOMATION 

EAST  COORDINATE:  2171575 
NORTH  COORDINATE:  180471 
AQUIFER  TYPE:  ALL 
SURFACE  <MSL)  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5191.30 

5127.60 


BOTTOM  OF  SCREEN  ELEVATION:  5117.60 
TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  04529 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

01/10/81 

1 

SC 

08/24/81 

3 

RM 

06/03/82 

2 

RM 

11/02/83 

4 

RM 

02/06/84 

1 

RM 

04/03/84 

2 

RM 

06/26/84 

2 

RM 

10/10/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

07/01/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

68.  10 
68.96 
69.08 
69.08 
68. 10 
68.02 
68. 16 
68.58 
67.66 
68.33 
68.73 


WATER  SAT 
ELEVATION  THICK 

5123.20  0.00 
5122.34  0.00 
5122.22  0.00 
5122.22  0.00 
5123.20  0.00 
5123.28  0.00 
5123.14  0.00 
5122.72  0.00 
5123.64  0.00 
5122.97  0.00 
5122.57  0.00 


REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  04532 

WELL  INFOMATION 

EAST  COORDINATE:  2172236 
NORTH  COORDINATE:  180463 
AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5187.50 
TOP  OF  SCREEN  ELEVATION:  5132.00 
BOTTOM  OF  SCREEN  ELEVATION:  5122.00 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  (FT)  SIZE  DEPTH 


997.  CONFIDENCE  MEAN 
INTERVAL  DEPTH  ELEV. 


1 

62.  17 

4 

1.48 

57.86  - 

66.49 

5125.33 

2 

63.  19 

5 

0.53 

62.11  - 

64.27 

5124.31 

3 

63.  13 

4 

1.01 

60. 17  - 

66.08 

5124.38 

4 

63.59 

3 

0.35 

61.57  - 

65.60 

5123.91 

COMB 

62.99 

16 

1.00 

62.26  - 

63.  73 

5124.51 

WATER  ELEVATION  PLOT 


WELL  04522 


TOG 


TOS 

BOS 


7623480234  81  23432234832348423485224 

SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  04532 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

WATER  DEPTH 
ORG  FROM  GRND  (-ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

01/10/81 

1 

SC 

60.00 

5127.50 

0.00 

08/24/81 

3 

RM 

0.00 

0.00 

0.00 

DRY 

09/08/82 

3 

RM 

0.00 

0.00 

0.00 

DRY 

05/10/83 

2 

RM 

64.01 

5123.49 

0.00 

08/09/83 

3 

RM 

64.45 

5123.05 

0.00 

11/02/83 

4 

RM 

63.95 

5123.55 

0.00 

02/06/84 

1 

RM 

63.27 

5124.23 

0.00 

04/03/84 

2 

RM 

63.  16 

5124.34 

0.00 

05/08/84 

2 

RM 

63.  05 

5124.45 

0.00 

06/26/84 

2 

RM 

63.  17 

5124.33 

0.00 

OB/21/84 

3 

RM 

62.05 

5125.45 

0.00 

10/10/84 

4 

RM 

.  56 

5123.94 

0.00 

11/14/84 

4 

RM 

6o>.  25 

5124.25 

0.00 

01/07/85 

1 

RM 

62.87 

5124.63 

0.00 

03/26/85 

1 

RM 

62.55 

5124.95 

0.00 

04/02/85 

2 

RM 

62.55 

5124.95 

0.00 

07/01/85 

3 

RM 

62.75 

5124.75 

0.00 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  28503 
WELL  INFOMATION 


EAST  COORDINATE:  2169165 

NORTH  COORDINATE:  185905 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5153.90 

TOP  OF  SCREEN  ELEVATION:  5105.90 

BOTTOM  OF  SCREEN  ELEVATION:  5095.90 


TIME  SPAN:  Sep-80  THROUGH  Sep-85 


MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  <FT)  SIZE  DEPTH 


99*/.  CONFIDENCE  MEAN 
INTERVAL  DEPTH  ELEV. 


1 

47.26 

3 

3.45 

27.51  - 

67.00 

5106.64 

2 

47.  12 

4 

3.65 

36.47  - 

57.77 

5106.78 

3 

50.34 

5 

3.58 

42.98  - 

57.71 

5103.56 

4 

47.49 

2 

1.39 

-15.21  - 

110.20 , 

5106.41 

COMB 

48.35 

14 

3.37 

45.64  - 

51.07 

5105.55 

WATER  ELEVATION  PLOT 


WELL  23503 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


TOG 


TOS 

BOS 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  19B5 


WELL:  2S503 

BEDROCK  DEPTH:  60.00 

BEDROCK  ELEV:  5093.90 


SAMPLE 

DATE 

QTR 

□RG 

09/05/80 

3 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

08/18/81 

3 

RM 

’11/09/83 

4 

RM 

02/06/84 

1 

RM 

04/04/84 

2 

RM 

06/26/84 

2 

RM 

10/08/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

07/08/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 


52.93 
50.98 
51.08 
53.  16 
52.72 
48.48 
46.61 
44.  14 
49.35 
46.51 
44.  IB 

43.90 

45.90 


WATER  SAT 
ELEVATION  THICK 

5100.97  7.07 
5102.92  9.02 
5102.82  8.92 
5100.74  6.84 
5101.18  7.28 
5105.42  11.52 
5107.29  13.39 
5109.76  15.86 
5104.55  10.65 
5107.39  13.49 
5109.72  15.82 
5110.00  16.10 
5108.00  14.10 


REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  28504 

WELL  INFOMATION 

EAST  COORDINATE:  2169388 

NORTH  COORDINATE:  186100 

AQUIFER  TYPE:  ALL 

SURFACE  <MSL)  ELEVATION:  5144.30 

TOP  OF  SCREEN  ELEVATION:  5104.30 

BOTTOM  OF  SCREEN  ELEVATION:  5094.30 

TIME  SPAN:  Sep-80  THROUGH  Sep-80 


QTR 

MEAN 

DEPTH  (FT) 

SAMPLE 

SIZE 

STD  DEV. 
DEPTH 

997.  CONFIDENCE 
INTERVAL  DEPTH 

MEAN 

ELEV. 

1 

ERR 

0 

ERR 

ERR  - 

ERR 

ERR 

2 

ERR 

0 

ERR 

ERR  - 

ERR 

ERR 

3 

44.91 

1 

ERR 

ERR  - 

ERR 

5099.39 

4 

ERR 

0 

ERR 

ERR  - 

ERR 

ERR 

COMB 

44.91 

1 

ERR 

ERR  - 

ERR 

5099.39 

« 

§  s 

si  2 

2 


WATER  ELEVATION  PLOT 


WELL  28504 


S.JO  - 

5.15  - 

5.14  - 

5.13  - 

5.12  - 

5.11  - 

5.1  - 

□ 

5.09  - 

5.08  - 

i 

- 1 - 1 - 1 - 1 - ! - 1 - ! - r— 1 - 1 - ! - ! - ! - 1 - 1 - 1 - 1 - 1 - 1 - 1 - 1 - ! - 1 - 1 - ! - 1 - ! 

7&  2  3  4  80  2  3  4  81  2  3  4S22  3  4  S3  2  3  4842  348523  4 


TOG 


TOS 

BOS 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  19S5 


WELL:  28504 

BEDROCK  DEPTH:  50.00 

BEDROCK  ELEV:  5094.30 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

09/05/80 

3 

SC 

44.91 

5099.39 

5.09 

11/02/83 

4 

RM 

0.00 

0.00 

0.00 

RUINED 

WATER  LEVEL  STATISTICS 
REPORT  DATES  AUGUST  1985 


WELL  28513 

WELL  INFOMATION 

EAST  COORDINATES  2169510 
NORTH  COORDINATES  186296 
AQUIFER  TYPES  ALL 
SURFACE  (MSL)  ELEVATIONS 
TOP  OF  SCREEN  ELEVATION: 


5139.40 

5106.40 


BOTTOM  OF  SCREEN  ELEVATION:  5096.40 

TIME  SPAN:  Jan-81  THROUGH  Sep-85 

MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  (FT)  SIZE  DEPTH 


99*/.  CONFIDENCE  MEAN 
INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE*  AUGUST  1985 


WELL:  28513 

BEDROCK  DEPTH:  42.00 

BEDROCK  ELEV:  5097.40 


SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  (ft) 

ELEVATION 

THICK 

01/14/81 

1 

SC 

37.04 

5102.36 

4.96 

04/23/81 

2 

SC 

36.92 

5102.48 

5.08 

07/29/81 

3 

SC 

38.55 

5100.85 

3.45 

11/02/83 

4 

RM 

34.07 

5105.33 

7.93 

02/06/84 

1 

RM 

33.69 

5105.71 

8.31 

04/04/84 

2 

RM 

33.87 

5105.53 

8.13 

06/26/84 

2 

RM 

34.35 

5105.05 

7.65 

10/08/84 

4 

RM 

34.38 

5105.02 

7.62 

01/07/85 

1 

RM 

33.  15 

5106.25 

8.85 

04/02/85 

2 

RM 

33.  12 

5106.28 

8.88 

07/08/85 

3 

RM 

33. 82 

5105.58 

8.  18 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33500 
WELL  INFOMATION 


EAST  COORDINATE:  2168655- 

NORTH  COORDINATE:  185324 

AQUIFER  TYPE:  ALL 

SURFACE  <MSL)  ELEVATION:  5150.60 

TOP  OF  SCREEN  ELEVATION:  5105.60 

BOTTOM  OF  SCREEN  ELEVATION:  5095.60 

TIME  SPAN:  Sep-80  THROUGH  Jul-85 

MEAN  SAMPLE  STD  DEV.  99*/.  CONFIDENCE  MEAN 

QTR  DEPTH  <FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1 

43.33 

3 

4.76 

16.04  - 

70.62 

5107.27 

2 

41.79 

4 

4.91 

27.47  - 

56. 12 

5108.81 

3 

49.46 

4 

5.25 

34.12  - 

64.79 

5101.14 

4 

44.76 

2 

1.77 

-34.81  - 

124.33 

5105.84 

COMB 

44.96 

13 

5.26 

40.50  - 

49.42 

5105.64 

§  I 


WATER  ELEVATION  PLOT 

WELL  33SC0 


TOG 


TOS 

BOS 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33500 

BEDROCK  DEPTH:  55.00 

BEDROCK  ELEV:  5095.60 


SAMPLE 

DATE 

QTR 

ORG 

09/05/80 

3 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

08/18/81 

3 

RM 

11/02/83 

4 

RM 

02/06/84 

1 

RM 

04/04/84 

2 

RM 

06/26/84 

2 

RM 

10/08/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

07/02/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

52.58 

47.61 

47.85 

51.96 

51.69 
46.01 
44.  18 
38.24 

43.69 
43.51 
38.20 
37.40 
41.60 


WATER 

ELEVATION 

SAT 

THICK 

5098.02 

2.42 

5102.99 

7.39 

5102.75 

7.15 

5098.64 

3.04 

5098.91 

3.31 

5104.59 

8.99 

5106.42 

10.82 

5112.36 

16.76 

5106.91 

11.31 

5107.09 

11.49 

5112.40 

16.80 

5113.20 

17.60 

5109.00 

13.40 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33501 

WELL  INFOMATION 

EAST  COORDINATE:  2168832 
NORTH  COORDINATE:  185525 
AQUIFER  TYPE:  ALL 
SURFACE  <MSL>  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5150.30 

5103.30 


BOTTOM  OF  SCREEN  ELEVATION:  5093.30 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 


MEAN  SAMPLE  STD  DEV.  99%  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33501 

BEDROCK  DEPTH:  56.00 

BEDROCK  ELEV:  5094.30 


SAMPLE 

DATE 

QTR 

□RG 

09/05/80 

3 

SC 

01/14/81 

1 

SC 

04/23/81 

2 

SC 

07/29/81 

3 

SC 

08/18/81 

3 

RM 

11/02/83 

4 

RM 

02/06/84 

1 

RM 

04/04/84 

2 

RM 

06/26/84 

2 

RM 

10/08/84 

4 

RM 

01/07/85 

1 

RM 

04/02/85 

2 

RM 

07/02/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

51.18 

47.34 

47.60 

51.03 

50.67 

38.81 
38.42 

29.81 
35.01 
34.  17 
31.90 
30.28 
33.48 


WATER 

SAT 

ELEVATION 

THICK 

5099.12  4.82 


5102.96 

8.66 

5102.70 

8.40 

5099.27 

4.97 

5099.63 

5.33 

5111.49 

17. 19 

5111.88 

17.58 

5120.49 

26.  19 

5115.29 

20.99 

5116. 13 

21.83 

5118.40 

24. 10 

5120.02 

25.72 

5116.82 

22.52 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1995 


WELL  33502 

WELL  INFOMATION 

EAST  COORDINATE:  2168997 

NORTH  COORDINATE:  185712 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5155.90 

TOP  OF  SCREEN  ELEVATION:  5102.90 

BOTTOM  OF  SCREEN  ELEVATION:  5092.90 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 


MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

46.92 

3 

5.76 

13.89  - 

79.95 

5108.98 

2 

45.74 

4 

5.86 

28.62  - 

62.85 

5110. 16 

3 

52.91 

4 

6.  03 

35 .  *^0  — 

70.53 

5102.99 

4 

44.68 

2 

1.71 

-32.36  - 

121.72 

5111.22 

COMB 

48.06 

13 

5.94 

43.02  - 

53.09 

5107.84 

& 


WATER  ELEVATION  PLOT 


WELL  33S02 


TOG 


TOS 

BOS 


3  4802  3  4  81  2  3  4822  3  4  S3  2  3  4  84  2  3  4  85  2  3 
SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33502 

BEDROCK  DEPTH:  63.00 

BEDROCK  ELEV:  5092.90 


SAMPLE  WATER  DEPTH  WATER  SAT 

DATE  QTR  ORG  FROM  GRND  (ft)  ELEVATION  THICK 


09/05/80 

3 

SC 

55. 

01/14/81 

1 

SC 

53. 

04/23/81 

2 

sc 

53. 

07/29/81 

3 

sc 

56. 

08/18/81 

3 

RM 

55. 

11/02/83 

4 

RM 

45. 

02/06/84 

1 

RM 

45. 

04/04/84 

2 

RM 

41. 

06/26/84 

2 

RM 

47. 

10/08/84 

4 

RM 

'  43. 

01/07/85 

1 

RM 

41. 

04/02/85 

2 

RM 

40. 

07/02/85 

3 

RM 

43. 

93 

5099.97 

7.07 

20 

5102. 70 

9.80 

35 

5102.55 

9.65 

15 

5099. 75 

6.85 

70 

5100.20 

7.30 

89 

5110.01 

17. 11 

69 

5110.21 

17.31 

74 

5114. 16 

21.26 

29 

5108.61 

15.71 

47 

5112.43 

19.53 

87 

5114.03 

21.13 

57 

5115.33 

22.43 

87 

5112.03 

19.  13 

REMARKS 


fcl-EV 

(Thr^uewridff) 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  33505 

WELL  INFOMATION 

EAST  COORDINATE:  2170210 

NORTH  COORDINATE:  184837 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5165.40 

TOP  OF  SCREEN  ELEVATION:  5113.40 

BOTTOM  OF  SCREEN  ELEVATION:  5103.40 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 


MEAN 

SAMPLE 

STD  DEV. 

99 7.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL  DEPTH 

ELEV. 

1 

60.15 

3 

1.54 

51.30  -  69.01 

5105.25 

2 

59. 59 

dm 

1.77 

-19.98  -  139. 16 

5105.81 

3 

59.07 

4 

3.38 

49. 19  -  68.96 

5106.33 

4 

ERR 

0 

ERR 

ERR  -  ERR 

ERR 

COMB 

59.55 

9 

2.35 

56.92  -  62.18 

5105.85 

WATER  ELEVATION  PLOT 


WELL  3350S 


7&  2  34202  3  4  31  2  3  4822  3  4S32  3  4B42345S234 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33505 

BEDROCK  DEPTH:  62.00 

BEDROCK  ELEV:  5103.40 


SAMPLE 
DATE  QTR 

09/05/80  3 
01/14/81  1 
04/23/81  2 
07/29/81  3 
08/18/81  3 
11/02/83  4 
02/07/84  1 
10/08/84  4 
01/08/85  1 
04/02/85  2 
07/02/85  3 


WATER 


ORG  FROM  GRND 

SC 

60.32 

SC 

58.50 

SC 

58.34 

SC 

54.  18 

RM 

59.86 

RM 

0.  00 

RM 

60.40 

RM 

0.00 

RM 

61.56 

RM 

60.84 

RM 

61.94 

WATER 

)  ELEVATION 


5105.08 
5106.90 
5107.06 
5111.22 
5105.54 
0.00 
5105.00 
0.00 
5103.84 
5104.56 
5 1 Oo • 46 


SAT 

THICK 

REMARKS 

1.68 
3.50 
3.66 
7.82 
2.  14 

0.00 

1.60 

DRY 

0.00 

0.44 

1.16 

0.06 

DRY 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33506 


WELL  INFOMATION 

EAST  COORDINATE:  2170330 

NORTH  COORDINATE:  185052 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5147.90 

TOP  OF  SCREEN  ELEVATION:  5109.90 

BOTTOM  OF  SCREEN  ELEVATION:  5099.90 

TIME  SPAN:  Sep-80  THROUGH  Jul-85 


WATER  LEVEL  DATA 
REPORT  DATEs  AUGUST  1985 


WELL:  33506 


BEDROCK 

DEPTH: 

50.00 

BEDROCK 

ELEV: 

5097.90 

SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

□RG  FROM 

GRND  (ft) 

ELEVATION 

THICK 

09/05/80 

3 

SC 

43.93 

5103.97 

6.07 

01/14/81 

1 

SC 

42.53 

5105.37 

7.47 

04/23/81 

2 

SC 

42.33 

5105.57 

7.67 

07/29/81 

3 

SC 

44.29 

5103.61 

5.71 

08/18/81 

3 

RM 

46.64 

5101.26 

3.36 

11/02/83 

4 

RM 

45.  49 

5102.41 

4.51 

02/07/84 

1 

RM 

43.  17 

5104.73 

6.  8c> 

04/04/84 

2 

RM 

44.35 

5103.55 

5.65 

06/26/84 

2 

RM 

48.77 

5099. 13 

1.23 

10/08/84 

4 

RM 

45.97 

5101.93 

4.03 

01/08/85 

1 

RM 

44.79 

5103.11 

5.21 

04/02/85 

2 

RM 

44.34 

5103.56 

5.66 

07/02/85 

3 

RM 

45.04 

5102.86 

4.96 

REMARKS 


DRY 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33507 

WELL  INFOMATION 

EAST  COORDINATE:  2170455 

NORTH  COORDINATE:  185264 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5144.60 

TOP  OF  SCREEN  ELEVATION:  5110.60 

BOTTOM  OF  SCREEN  ELEVATION:  5100.60 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 


MEAN  SAMPLE  STD  DEV. 

QTR  DEPTH  (FT)  SIZE  DEPTH 


1  40.41  3 

2  40.62  2 

3  41.34  3 

4  42.85  2 

COMB  41.22  10 


1.52 

1.74 

0.71 

0.42 

1.37 


997.  CONFIDENCE  MEAN 

INTERVAL  DEPTH  ELEV. 

31.72  -  49.11  5104.19 

-37.68  -  118.92  5103.98 

37.27  -  45.41  5103.26 

23.76  -  61.94  5101.75 

39.81  -  42.63  5103.38 


WATER  ELEVATION  PLOT 


WELL  33507 


SAMPLE  DATE  fl'EAR  AND  QUARTER) 


TOG 


TOS 

BOS 


WATER  LEVEL  DATA 
REPORT  DATES  AUGUST  1985 


WELL:  33507 

BEDROCK  DEPTH:  44. 00 

BEDROCK  ELEV:  5100.60 


SAMPLE 

DATE 

QTR 

WATER  DEPTH 
ORG  FROM  GRND  (ft) 

WATER 

ELEVATION 

09/05/80 

3 

SC 

40.82 

5103.78 

01/14/81 

1 

SC 

39.42 

5105. 18 

04/23/81 

2 

SC 

39.39 

5105.21 

07/29/81 

3 

SC 

41.05 

5103.55 

08/18/81 

3 

RM 

45.38 

5099.22 

1 1 /02/83 

4 

RM 

42.55 

5102.05 

02/07/84 

1 

RM 

39.66 

5104.94 

04/04/84 

2 

RM 

44.24 

5100.36 

06/26/84 

2 

RM 

44.  10 

5100.50 

10/08/84 

4 

RM 

43.  15 

5101.45 

01/08/85 

1 

RM 

42.  16 

5102.44 

04/02/85 

2 

RM 

41.  B5 

5102.75 

07/02/85 

3 

RM 

42.  15 

5102.45 

SAT 

THICK  REMARKS 

3.  18 
4.58 
4.61 
2.95 

0.00  DRY 

1.45 

4.34 

0.00  DRY 
0.00  DRY 
0.85 

1.84 
2.  15 

1.85 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33508 

WELL  INFOMATION 

EAST  COORDINATE:  2170581 

NORTH  COORDINATE:  185482 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5155.50 

TOP  OF  SCREEN  ELEVATION:  5113.50 

BOTTOM  OF  SCREEN  ELEVATION:  5103.50 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1 

50.82 

2 

0.45 

30.44  - 

71.20 

5104.68 

2 

50.86 

1 

ERR 

ERR  - 

ERR 

5104.64 

3 

50.87 

1 

ERR 

ERR  - 

ERR 

5104.63 

4 

ERR 

0 

ERR 

ERR  - 

ERR 

ERR 

COMB 

50.84 

4 

0.26 

50.08  - 

51.61 

5104.66 

WATER  ELEVATION  PLOT 


WELL  33508 


TOG 


TOS 

BOS 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33509 

WELL  INFOMATION 

EAST  COORDINATE:  2170712 

NORTH  COORDINATE:  185688 

AQUIFER  TYPE:  ALL 

SURFACE  <MSL)  ELEVATION:  5147.70 

TOP  OF  SCREEN  ELEVATION:  5109.70 

BOTTOM  OF  SCREEN  ELEVATION:  5099.70 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 


MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

43.38 

3 

0.64 

39.71  - 

47.05 

5104.32 

2 

44.03 

3 

0.62 

40.48  - 

47.59 

5103.67 

3 

44. 10 

4 

0.57 

42.42  - 

45.77 

5103.61 

4 

44.35 

2 

0.42 

25.58  - 

63.11 

5103.36 

COMB 

43.94 

12 

0.61 

43.39  - 

44.49 

5103.76 

V 


s 

s 

I 


5.16 


WATER  ELEVATION  PLOT 

WELL  335® 


5.15  -I 


5.1 4  H 


5.13  H 


5.12  H 


s.r 


5.1 


s.oe  h 


s.os 


Q  °  a 


0^^-9-Q 


1 - 1 - 1 - ! - 1 - 1 - 1 - 1 - 1 - ! - 1 - 1 - 1 - ! - 1 - 1 - 1 - 1 - 1 - 1 - ! - ! - ! - 1 - 1 - r 


TOG 


TOS 

BOS 


7B  2  3  4  SO  2  3  4  SI  2  3  4  82  2  3  4  83  2  3  4  84  2  3  4  85  2  3  4 
SAMPLE  PATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL*  33509 

BEDROCK  DEPTH:  49.00 

BEDROCK  ELEV:  5098.70 


SAMPLE 

DATE 


WATER  DEPTH 

QTR  ORG  FROM  GRND  (-ft) 


09/05/80  3 
01/14/81  1 
07/29/81  3 
08/18/81  3 
11/02/83  4 
02/07/84  1 
04/04/84  2 
06/26/84  2 
10/08/84  4 
01/08/85  1 
04/02/85  2 
07/02/85  3 


SC 

44.36 

SC 

43.57 

sc 

44.74 

RM 

43.43 

RM 

44.05 

RM 

42.67 

RM 

43.70 

RM 

44.75 

RM 

44.64 

RM 

43.91 

RM 

43.65 

RM 

43.85 

WATER 

ELEVATION 


SAT 

THICK  REMARKS 


5103.34 

4.64 

5104. 13 

5.43 

5102.96 

4.26 

5104.27 

5.57 

5103.65 

4.95 

5105.03 

6.33 

5104.00 

5.30 

5102.95 

4.25 

5103.06 

4.36 

5103.79 

5.09 

5104.05 

5.35 

5103.85 

5.  15 

tlXT'/ 

CThou&arKlft) 


WATER  LEVEL  STATISTICS 
REPORT  DATE;  AUGUST  1985 

WELL  33510 

WELL  INFOMATION 

EAST  COORDINATES  2170858 

NORTH  COORDINATE:  184766 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5153.20 

TOP  OF  SCREEN  ELEVATION:  5110.20 

BOTTOM  OF  SCREEN  ELEVATION:  5100.20 


TIME  SPAN:  Sep-80  THROUGH  Jul-85 


MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  <FT> 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

45.74 

3 

0.27 

44. 10  - 

47.29 

5107.46 

2 

45.95 

3 

0.82 

41.25  - 

50.66 

5107.25 

3 

46.  66 

4 

0.77 

44.42  - 

48.90 

5106.54 

4 

46.78 

2 

0.04 

45.06  - 

48.51 

5106.42 

COMB 

46.27 

12 

0.71 

45.64  - 

46.91 

5106.93 

WATER  ELEVATION  PLOT 


WELL  32510 


7&  2  2  4  SO  2  3  4  81  22  4S2234B3234S4234SS234 


SAMPLE  CATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1983 


WELL:  33510 

BEDROCK  DEPTH:  51.00 

BEDROCK  ELEV:  5102.20 


SAMPLE 

DATE 

QTR  ORG 

09/05/80  3  SC 


01/14/81 

1 

SC 

07/29/81 

3 

SC 

08/18/81 

3 

RM 

11/02/83 

4 

RM 

02/07/84 

1 

RM 

04/04/84 

2 

RM 

06/26/84 

2 

RM 

10/08/84 

4 

RM 

01/08/85 

1 

RM 

04/02/85 

2 

RM 

07/02/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  <ft> 

47.24 

46.02 

47.40 

45.94 

46.76 

45.48 

45.61 

46.89 

46.81 

45.71 

45.36 

46.06 


WATER 

ELEVATION 

SAT 

THICK 

5105.96 

3.76 

5107. IS 

4.98 

5105.80 

3.60 

5107.26 

5.06 

5106.44 

4.24 

5107.72 

5.52 

5107.59 

5.39 

5106.31 

4.11 

5106.39 

4.  19 

5107.49 

5.29 

5107.84 

5.64 

5107. 14 

4.94 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33511 

WELL  INFOMATION 

EAST  COORDINATE:  2171003 

NORTH  COORDINATE:  184976 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5151.40 

TOP  OF  SCREEN  ELEVATION:  5113.40 

BOTTOM  OF  SCREEN  ELEVATION:  5103.40 

TIME  SPAN:  Sep-80  THROUGH  Jul-85 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1  44.14  3  0.48  41.38-  46.90  5107.26 

2  43.75  2  0.16  36.75  -  50.75  5107.65 

3  44.92  4  0.88  42.35  -  47.48  5106.49 

4  44.71  2  0.03  43.14  -  46.29  5106.69 

COMB  44.45  11  0.71  43.77  -  45.14  5106.95 


WATER  ELEVATION  PLOT 


7B  2  3  4  SO  2  3  4  31  2  3  4  82  2  3  4  63  2  3  4  84  2  3  *  35  2  3  4 
SAMPLE  DATE  (VELAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33511 

BEDROCK  DEPTH:  48. 00 

BEDROCK  ELEV:  5103.40 


SAMPLE  WATER  DEPTH 

DATE  QTR  ORG  FROM  GRND  (Ft) 


WATER  SAT 

ELEVATION  THICK 


09/05/80  3 
01/14/81  1 
07/29/81  3 
08/18/81  3 
11/02/83  4 
02/07/B4  1 
04/04/84  2 
06/26/84  2 
10/08/84  4 
01/08/85  1 
04/02/85  2 
07/02/85  3 


SC 

45.54 

sc 

44.68 

sc 

45.80 

RM 

44.  18 

RM 

44.74 

RM 

43.76 

RM 

43.86 

RM 

48.29 

RM 

44.69 

RM 

43.97 

RM 

43.64 

RM 

44.  14 

5105.86 

5106.72 

5105.60 

5107.22 

5106.66 

5107.64 

5107.54 

5103.11 

5106.71 

5107.43 

5107.76 

5107.26 


2.46 
3.32 
2.20 
3.82 
3.26 
4.24 
4.  14 
0.00 
3.31 
4.03 
4.36 
3.86 


REMARKS 


DRY 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 

WELL  33512 

WELL  INFOMATION 

EAST  COORDINATE:  2171153 

NORTH  COORDINATE:  185200 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5154.70 

TOP  OF  SCREEN  ELEVATION:  5114.70 

BOTTOM  OF  SCREEN  ELEVATION:  5104.70 

TIME  SPAN:  Sep-80  THROUGH  JuI-85 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1  47.43  4  0.59  45.70  -  49.16  5107.27 

2  49.40  3  2.28  36.32  -  62.49  5105.30 

3  47.46  5  1.39  44.60  -  50.32  5107.24 

4  47.45  3  0.18  46.44  -  48.46  5107.25 

COMB  47.84  15  1.43  46.74  -  48.93  5106.86 


WATER  ELEVATION  PLOT 


WELL  33512 


79  2  3  4  SO  2  3  4  31  2  34S223  4S3  2  3  4  34  2  3  4  85  2  3  4 


SAMPLE  DATE  JYEAR  AND  CHAPTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33512 

BEDROCK  DEPTH:  50. 00 

BEDROCK  ELEV:  5104.70 


SAMPLE 

DATE 

QTR 

ORG 

09/05/80 

3 

SC 

01/14/81 

1 

SC 

07/29/81 

3 

SC 

07/29/81 

3 

RM 

08/18/81 

3 

RM 

10/28/81 

4 

RM 

01/28/82 

1 

RM 

11/02/83 

4 

RM 

02/07/84 

1 

RM 

04/04/84 

2 

RM 

06/26/84 

2 

RM 

10/08/84 

4 

RM 

01/08/85 

1 

RM 

04/02/85 

2 

RM 

07/02/85 

3 

RM 

WATER  DEPTH 
FROM  GRND  (ft) 

48.68 

48.11 

48.83 

45.42 
47.32 
47.64 
47.74 
47.29 
46.  B5 
50.  15 
51.22 

47.42 
47.03 

46.84 
47.04 


WATER 

SAT 

ELEVATION 

THICK 

5106.02  1.32 


5106.59 

1.89 

5105.87 

1.17 

5109.28 

4.58 

5107. 38 

2.68 

5107.06 

2.36 

5106.96 

2.26 

5107.41 

2.71 

5107.85 

3.  15 

5104.55 

0.00 

5103.48 

0.00 

5107.28 

2.58 

5107.67 

2.97 

5107.86 

3.  16 

5107.66 

2.96 

REMARKS 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33514 

WELL  INFQMATION 

EAST  COORDINATE:  2172133 
NORTH  COORDINATE:  181382 
AQUIFER  TYPE:  ALL 
SURFACE  <!iSL)  ELEVATION:  5174.60 


TOP 

OF  SCREEN  ELEVATION: 

5124.60 

BOTTOM  OF  SCREEN 

ELEVATION 

1:  5114.60 

TIME 

SPAN:  Jan -81  THROUGH 

Jul-85 

MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

53.58 

3 

0.36 

51.49 

55.67 

5121.02 

2 

53.93 

3 

0.24 

52.57  - 

55.30 

5120.67 

3 

54.35 

2 

0.23 

43.82  - 

64.87 

5120.26 

4 

54.48 

2 

0.50 

32.17  - 

76.79 

5120. 12 

COMB 

54.02 

10 

0.46 

53.55  - 

54.49 

5120.58 

5.19 


S.1  S  -I 
5.17 


1 


5.18 

5.1 5 
S.1 4  -j 
5.13 

5.1 2  — 

5.1 1  - 


5.1 


WATER  ELEVATION  PLOT 

‘  WELL  3351  + 


□  n 


i  TOG 


s  5-  □ 


TOS 

BOS 


1 T ! T 1 ! T ! 1 ! 1 1 1 ! ! T ! 1 1 1 1 1 1 ! T 

7B  2  3  4  83  I  3  4  81  2  3  4  82  2  3  4  S3  2  3  +  84  2  3  4  S  2  3  4 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33514 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  (ft) 

ELEVATION 

THICK 

01/14/81 

1 

SC 

53.91 

5120.69 

0.00 

08/20/81 

3 

RM 

54.51 

5120.09 

0.00 

11/02/83 

4 

RM 

54.83 

5119.77 

0.00 

02/06/84 

1 

RM 

53.64 

5120.96 

0.00 

04/04/84 

~  2 

RM 

53.97 

5120.63 

0.00 

06/26/84 

2 

RM 

54.  15 

5120.45 

0.00 

10/08/84 

4 

RM 

54.  13 

5120.47 

0.00 

01/07/85 

1 

RM 

53.  19 

5121.41 

0.  00 

04/02/85 

2 

RM 

53.68 

5120.92 

0.00 

07/02/85 

3 

RM 

54.  18 

5120.42 

0.00 

KL-E.V 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1905 


WELL  33530 

WELL  INFGMATION 

EAST  COORDINATE:  2169928 
NORTH  COORDINATE:  1S3323 
AQUIFER  TYPE:  ALL 
SURFACE  (MSL)  ELEVATION:  5165.80 


TOP 

OF  SCREEN  ELEVATION: 

5123.60 

BOTTOM  OF  SCREEN 

ELEVATION 

1:  5113.60 

TIME 

SPAN:  Jan- 

81  THROUGH 

Jul-85 

MEAN 

SAMPLE 

STD  DEV. 

99%  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

50.60 

1 

ERR 

ERR  - 

ERR 

5115.20 

2 

51.83 

1 

ERR 

ERR  - 

ERR 

5113.97 

3 

51.53 

1 

ERR 

ERR  - 

ERR 

5114.27 

4 

ERR 

0 

ERR 

ERR  - 

ERR 

ERR 

COMB 

51.32 

-y 

W 

0.64 

47.64  - 

55 . 00 

5114.48 

*  L_f\  ¥  H*  1  r '«?!“*  r  ww  i 


5.1  S 

c  t  T 

W-  •  s 

5.16 

5.15 

5.1 4 

5.13 

S.12 

5.11 

5.1 


'#ELL  33535 


i 

H 

I 

» 


— 

n 

i 

t 

1 

i 

□ 

e-’-g"  a 

B-HST' 

“t - 1 — ! — ! - 1 - ! - ! - 1 - ! — ! - T“! - 1 — I — I - ! - 1 - 1 - ! - 1 - 1 — ! - ! — I - ! - 1 - ! - ! 

7&  2  3  4  SO  2  3  4  81  2  3  4S2  2  3  +  33  2  3+S4234S52J4 


TOG 


TOS 

BOS 


5AMFLZ  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33530 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  <ft> 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

01/10/81 

1 

SC 

50.60 

5115.20 

0.00 

08/18/81 

3 

RM 

0.00 

0.00 

0.00 

DRY 

11/02/83 

4 

RM 

0.00 

0.00 

0.00 

DRY 

02/06/84 

1 

RM 

0.00 

0.00 

0.00 

DRY 

04/04/84 

2 

RM 

0.00 

0.00 

0.00 

DRY 

06/26/84 

2 

RM 

0.00 

0.00 

0.00 

DRY 

10/08/84 

4 

RM 

0.00 

0.00 

0.00 

DRY 

01/07/85 

1 

RM 

0.00 

0.00 

0.00 

DRY 

04/02/85 

2 

RM 

51.83 

5113.97 

0.00 

07/02/85 

3 

RM 

51.53 

5114.27 

0.00 

MUD 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  33531 

WELL  INFOMATION 

EAST  COORDINATE:  2169776 

NORTH  COORDINATE:  183127 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5162.00 

TOP  OF  SCREEN  ELEVATION:  5113.60 

BOTTOM  OF  SCREEN  ELEVATION:  5103.60 


TIME 

SPAN:  Jan- 

81  THROUGH 

Jul-85 

MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL  DEPTH 

ELEV. 

1 

49.92 

2 

1.02 

4.09  -  95.75 

5112.08 

o 

50.80 

5 

1.99 

46.70  -  54.89 

5111.20 

3 

52.75 

6 

1.58 

50.15  -  55.36 

5109.25 

4 

50.82 

*7 

1.71 

-26.21  -  127.85 

5111.18 

COMB 

51.47 

15 

1.89 

50.01  -  52.92 

5110.53 

WATER  ELEVATION  PLOT 

WELL  33521 

5.1  S 

5.17 

5.13 

5.1  S 

5.14 

5.13 

S.12 

5.11 

5.1 

»  j  i  !  i  i  i  i  i  i  *  *  *  *  »  i  •  *  *  *  i  •  * 

7&  2  3  4  Su  2  3  4  81  2  3  4  32  2  3  4  S32  3  4S42  34852  3  4 
SAMPLE  CATE  (YEAR  AND  QUARTER) 


iTOS 


<  BOS 


WATER  LEVEL  DATA 
REPORT  DATE:  AUGUST  1985 


WELL:  33531 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

WATER  DEPTH 
ORG  FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

01/10/81 

1 

SC 

49.20 

5112.80 

0.00 

08/11/81 

3 

RM 

54.04 

5107.96 

0.00 

08/18/81 

3 

RM 

53.61 

5108.39 

0.00 

01/28/82 

1 

RM 

50.  64 

5111.36 

0.00 

04/15/82 

2 

RM 

51.12 

5110.88 

0.00 

09/10/82 

3 

RM 

52.64 

5109.36 

0.00 

05/26/83 

2 

RM 

50.74 

5111.26 

0.00 

08/22/83 

3 

RM 

53.65 

5108.35 

0.00 

11/02/83 

4 

RM 

52.03 

5109.97 

0.00 

02/06/84 

1 

RM 

0.00 

0.00 

0.00 

DRY 

04/04/84 

2 

RM 

0.00 

0.00 

0.00 

DRY 

05/09/84 

2 

RM 

49.49 

5112.51 

0.00 

06/26/84 

2 

RM 

53.91 

5108.09 

0.00 

08/21/84 

3 

RM 

49.71 

5112.29 

0.00 

10/08/84 

4 

RM 

0.00 

0.00 

0.00 

RECORDER 

11/14/84 

4 

RM 

49.61 

5112.39 

0.00 

01/07/85 

1 

RM 

0.00 

0.00 

0.00 

RECORDER 

04/02/85 

2 

RM 

48.72 

5113.28 

0.00 

07/02/85 

3 

RM 

52.88 

5109. 12 

0.00 

WATER  LEVEL  STATISTICS 
REPORT  DATE:  JANUARY  1986 


WELLS  33533-33534,  33576-33583 
WELL  INFORMATION 

NO  STATISTICS  OR  PLOTS  DUE  TO  MISSING  INFORMATION. 
SEE  THE  FOLLOWING  PAGES  FOR  DATA  LISTINGS. 


WATER  LEVEL  DATA 
REPORT  DATE:  JANUARY  1986 


WELL:  33533 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

WATER  DEPTH 

WATER 

SAT 

DATE 

QTR 

ORG 

FROM  GRND  (ft) 

ELEVATION 

THICK 

REMARKS 

11/02/83 

4 

RM 

42.  19 

5101.81 

0.00 

02/07/84 

1 

RM 

39.94 

5104.06 

0.00 

04/04/84 

2 

RM 

41. 10 

5102.90 

0.00 

06/26/84 

2 

RM 

44.32 

5099.68 

0.00 

10/08/84 

4 

RM 

42.44 

5101.56 

0.00 

01/08/85 

1 

RM 

41.47 

5102.53 

0.00 

04/02/85 

2 

RM 

41.09 

5102.91 

0.00 

07/02/85 

3 

RM 

41.69 

5102.31 

0.00 

09/30/85 

3 

RM 

42.29 

5101.71 

0.00 

WELL:  33534 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 

SAMPLE 

DATE  QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

11/02/83 

4 

RM 

52.77 

5103.43 

0.00 

02/07/84 

1 

RM 

50.73 

5105.47 

0.00 

04/04/84 

2 

RM 

51.96 

5104.24 

0.00 

06/26/84 

2 

RM 

52.82 

5103.38 

0.00 

10/08/84 

4 

RM 

53.  10 

5103. 10 

0.00 

01/08/B5 

1 

RM 

52.  18 

5104.02 

0.00 

04/02/85 

2 

RM 

52.89 

5103.31 

0.00 

07/02/85 

3 

RM 

53.  19 

5103.01 

0.00 

09/30/85 

3 

RM 

53.89 

5102.31 

0.00 

WELL:  33576 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 

SAMPLE 

DATE  QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

11/02/83 

4 

RM 

48.86 

5103.24 

0.00 

02/06/84 

1 

RM 

46.66 

5105.44 

0.00 

04/04/84 

2 

RM 

38.41 

5113.69 

0.00 

06/26/84 

2 

RM 

36.91 

5115. 19 

0.00 

10/08/84 

4 

RM 

46.02 

5106.08 

0.00 

01/07/85 

1 

RM 

37.49 

5114.61 

0.00 

04/02/85 

2 

RM 

33.91 

5118. 19 

0.00 

07/02/85 

3 

RM 

39.51 

5112.59 

0.00 

09/30/85 

3 

RM 

4B.01 

5104.09 

0.00 

WATER  LEVEL  DATA 
REPORT  DATE:  JANUARY  1986 


WELL:  33577 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

11/02/83 

4 

RM 

50.63 

5102.67 

0.00 

02/06/84 

1 

RM 

48.23 

5105.07 

0.00 

04/04/84 

2 

RM 

44.58 

5108.72 

0.00 

06/26/84 

2 

RM 

48.08 

5105.22 

0.00 

10/08/84 

4 

RM 

49.45 

5103.85 

0.00 

01/07/85 

1 

RM 

43.98 

5109.32 

0.00 

04/02/85 

2 

RM 

42.53 

5110.77 

0.00 

07/02/B5 

3 

RM 

47.33 

5105.97 

0.00 

09/30/85 

3 

RM 

50.33 

5102.97 

0.00 

WELL:  33578 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

11/02/83 

4 

RM 

50.  15 

5102.05 

0.00 

02/06/84 

1 

RM 

47.36 

5104.84 

0.00 

04/04/84 

2 

RM 

44.65 

5107.55 

0.00 

06/26/84 

2 

RM 

48.00 

5104.20 

0.00 

10/08/84 

4 

RM 

49.22 

5102.98 

0.00 

01/07/B5 

1 

RM 

43.58 

5108.62 

0.00 

04/02/85 

2 

RM 

42.40 

5109.80 

0.00 

07/02/85 

3 

RM 

47.50 

5104.70 

0.00 

09/30/85 

3 

RM 

50.  10 

5102. 10 

0.00 

WELL:  33579 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

11/02/83 

4 

RM 

52.57 

5101.73 

0.00 

02/06/84 

1 

RM 

49.45 

5104.85 

0.00 

04/04/84 

2 

RM 

47.91 

5106.39 

0.00 

06/26/84 

2 

RM 

52.32 

5101.98 

0.00 

10/08/84 

4 

RM 

52.80 

5101.50 

0.00 

01/07/85 

1 

RM 

46.51 

5107.79 

0.00 

04/02/85 

2 

RM 

45.62 

5108.68 

0.00 

07/02/85 

3 

RM 

52.22 

5102.08 

0.00 

09/30/85 

3 

RM 

53.32 

5100.98 

0.00 

REMARKS 


REMARKS 


REMARKS 


WATER  LEVEL  DATA 
REPORT  DATE:  JANUARY  1986 


WELL:  33580 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

OTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

11/02/83 

4 

RM 

51.18 

5101.92 

0.00 

02/06/84 

1 

RM 

48.85 

5104.25 

0.00 

04/04/84 

2 

RM 

48.76 

5104.34 

0.00 

06/26/84 

2 

RM 

50.81 

5102.29 

0.00 

10/08/84 

4 

RM 

51 . 33 

5101.77 

0.00 

01/07/85 

1 

RM 

48.35 

5104.75 

0.00 

04/02/85 

2 

RM 

47.93 

5105. 17 

0.00 

07/02/B5 

3 

RM 

50.  53 

5102.57 

0.00 

09/30/85 

3 

RM 

51.73 

5101.37 

0.00 

WELL:  33581 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 

SAMPLE 

DATE  QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

11/02/83 

4 

RM 

53.66 

5102.54 

0.00 

02/06/84 

1 

RM 

50.67 

5105.53 

0.00 

04/04/84 

2 

RM 

49.99 

5106.21 

0.00 

06/26/84 

2 

RM 

53.96 

5102.24 

0.00 

10/08/84 

4 

RM 

53.90 

5102.30 

0.00 

01/07/85 

1 

RM 

48.86 

5107.34 

0.00 

04/02/85 

2 

RM 

48.  16 

5108.04 

0.00 

07/02/B5 

3 

RM 

53.76 

5102.44 

0.00 

09/30/85 

3 

RM 

54.  66 

5101.54 

0.00 

WELL:  33582 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 

SAMPLE 

DATE  QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (ft) 

WATER 

ELEVATION 

SAT 

THICK 

REMARKS 

1 1 /02/B3 

4 

RM 

49.27 

5203. 23 

0.00 

02/06/84 

1 

RM 

44.52 

5207.98 

0.00 

04/04/84 

2 

RM 

44.25 

5208.25 

0.00 

06/26/84 

2 

RM 

49.37 

5203. 13 

0.00 

10/08/B4 

4 

RM 

49.27 

5203.23 

0.00 

01/08/85 

1 

RM 

43.  10 

5209.40 

0.00 

04/02/85 

2 

RM 

42.77 

5209.73 

0.00 

07/02/85 

3 

RM 

49.97 

5202.53 

0.00 

09/30/85 

3 

RM 

50.  B7 

5201.63 

0.00 

WATER  LEVEL  DATA 
REPORT  DATE:  JANUARY  19B6 


WELL:  33583 
BEDROCK  DEPTH: 
BEDROCK  ELEV: 


SAMPLE 

DATE 

QTR 

ORG 

WATER  DEPTH 
FROM  GRND  (-ft) 

WATER 

ELEVATION 

SAT 

THICK 

10/08/84 

4 

RM 

47.11 

5104.59 

0.00 

01/07/85 

1 

RM 

41.20 

5110.50 

0.00 

REMARKS 


ELEV 

CTtvsiiiKjrKl:?) 


WATER  LEVEL  STATISTICS 
REPORT  DATE;  AUGUST  1985 


WELL  34515 

WELL  INFOMATION 

EAST  COORDINATES  2173674 

NORTH  COORDINATES  181789 

AQUIFER  TYPES  ALL 

SURFACE  (MSL)  ELEVATIONS  5164.20 

TOP  OF  SCREEN  ELEVATIONS  5124.20 

BOTTOM  OF  SCREEN  ELEVATIONS  5114.20 

TIME  SPANS  Jan-81  THROUGH  Sep-B5 

MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


1  43.19  5 

2  42.28  4 

3  43.15  6 

4  43. 18  3 

COMB  42.97  18 


0.39 

42.39 

1.33 

38.39 

1.34 

40.95 

0.  15 

42.29 

1.01 

42.28 

44.00  5121.01 
46.17  5121.92 
45.36  5121.05 
44.06  5121.02 
43.67  5121.23 


WATER  ELEVATION  PLOT 


WELL  J54S1S 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  36590 

WELL  INFOMATIQN 

EAST  COORDINATE:  2186908 

NORTH  COORDINATE!  181587 

AQUIFER  TYPES  ALL 

SURFACE  <MSL>  ELEVATION:  5251.00 

TOP  OF  SCREEN  ELEVATION:  5233.00 

BOTTOM  OF  SCREEN  ELEVATIONS  5223.00 


TIME  SPAN:  Aug-BO  THROUGH  Jul-81 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  <FT>  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  19S5 


WELL  36591 

WELL  INFOMATION 

EAST  COORDINATE:  2186705 
NORTH  COORDINATE:  181430 
AQUIFER  TYPE:  ALL 
SURFACE  <MSL>  ELEVATION: 
TOP  OF  SCREEN  ELEVATION: 


5249. 12 

5231.12 


BOTTOM  OF  SCREEN  ELEVATION:  5221.1: 


TIME  SPAN:  Aug-80  THROUGH  Jul-81 


MEAN  SAMPLE  STD  DEV.  997.  CONFIDENCE  MEAN 

QTR  DEPTH  (FT)  SIZE  DEPTH  INTERVAL  DEPTH  ELEV. 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  36592 
WELL  INFOMATION 


EAST 

COORDINATES 

2186505 

NORTH  COORDINATES 

101398 

AQUIFER  TYPE;  ALL 

SURFACE  <MSL>  ELEVATIONS 

5248.63 

TOP  i 

OF  SCREEN  ELEVATIONS 

5230.63 

BOTTOM  OF  SCREEN 

ELEVAT I ON  s  5220 . 63 

TIME 

SPANS  Aug-80  THROUGH  Jul-81 

MEAN 

SAMPLE 

STD  DEV. 

997.  CONFIDENCE 

MEAN 

QTR 

DEPTH  (FT) 

SIZE 

DEPTH 

INTERVAL 

DEPTH 

ELEV. 

1 

3-44 

1 

ERR 

ERR  - 

ERR 

5245. 19 

2 

2.49 

1 

ERR 

ERR  - 

ERR 

5246. 14 

3 

2.98 

2 

0.25 

-8. 14  - 

14.11 

5245.65 

4 

3.40 

1 

ERR 

ERR  - 

ERR 

5245.23 

COMB 

3.06 

5 

0.41 

2.23  - 

3.89 

5245.57 

WATER  ELEVATION  PLOT 


WELL  36S&2 


SAMPLE  DATE  (YEAR  AND  QUARTER) 


WATER  LEVEL  STATISTICS 
REPORT  DATE:  AUGUST  1985 


WELL  36593 

WELL  INFOMATION 

EAST  COORDINATE:  2186305 

NORTH  COORDINATE:  181364 

AQUIFER  TYPE:  ALL 

SURFACE  (MSL)  ELEVATION:  5248.30 

TOP  OF  SCREEN  ELEVATION:  5230.30 

BOTTOM  OF  SCREEN  ELEVATION:  5220.30 


TIME  SPAN:  Aug-80  THROUGH  Apr-82 


QTR 

MEAN 

DEPTH  (FT) 

SAMPLE 

SIZE 

STD  DEV. 
DEPTH 

99*/.  CONFIDENCE 
INTERVAL  DEPTH 

MEAN 

ELEV. 

1 

3.52 

1 

ERR 

ERR  - 

ERR 

5244.78 

2 

3.36 

2 

1.33 

-56.47  - 

63.  19 

5244.94 

3 

3.96 

2 

0.  18 

-4.32  - 

12.24 

5244.34 

4 

3.92 

1 

ERR 

ERR  - 

ERR 

5244.38 

COMB 

3.  68 

6 

0.67 

2.58  - 

4.78 

5244.62 

WATER  ELEVATION  PLOT 


WELL  36S93 


7©  2  3  4  80  2  3  4  81  2  3  4  82  2  3  4  83  2  3  4  84  2  3  4  85  2  3  4 


SAMPLE  DATE  (TEAR  AND  QUARTER) 


